May 1, 1958 


Mr. Sid Brewer 
P.O. Box 604° 
Fairborn, Ohie 


Attention: Mr. Floyd Redding 
| Bear Floyd: 


Enclosed you will please find a copy of our 
proposed outline of the report on the evaluation of the "C” 
Configuretion. Although we asy not strictly adhere to the 
format it does give a fairly good indication of the areas ve 
intend te cover, 


Theak you. 


Very truly yours, 
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PROPOSED OUTLINE OF REPORT: 


“EVALUATION OF THE HR-73C CONFIGURATION” 


Summary 

Index 

Introduction 

A. Pre-evaluation activity 
B. Evaluation 

C. Recommendations 
Evaluation Activity 


A. Major Tests and Results 


1. General 
2. Specific 


@. Static Cptical 


b. Dynamic Optical 
c. Internal Vibration 
d. External Vibration 


3, Coaclusiens 

B. Studies and Conclusions 
1, Stabiiizacion 
2. Weight Reduction 
3, Thermal Effacto 
4. "C" Material 
5, Sean Accuracy 


Suggested Modifications 


Ae Qptical 

Bo Machanical 
CG. Blectrical 
D. Operational 


Performance Expoccations 


Recqumendat ions 


A. Gporational taste of modified systen 


B. Further evaluation 
C,. Future progran 


Appendices 


A. Rebiagen Reeultese end Reccemendations 
B. Aeroflex Proposal 
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